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Grotto  in  OUR  LADY  OF  LOURDES  CHAPEL 
at 

ROADSIDE  AMERICA 
Shartlesville,  Pennsylvania 

Mass  Every  Sunday 
8:00  A.M.  (Summer)    9:00  A.M.  (Winter) 
Reverend  Aloysius  J.  Schmid,  Adm. 


POST  CARD 

Address 


